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E.O. 11652: N/A 
TAGS: CCMSENRGUK 

SUBJECT: RATIONAL USE OF ENERGY: PUBLICATION OF CCMS 
DOCUMENTS 

PETER HARRIS OF THE ENERGY TECHNOLOGY SUPPORT UNIT AT 
HARWELL HAS ASKED EMBASSY TO PASS FOLLOWING MESSAGE TO 
DOUGLAS HARVEY OF USERDA: 

"I HAVE BEEN ASKED BY THE MAN IN OUR DEPARTMENT OF ENERGY 
RESPONSIBLE FOR INTERNATIONAL PROGRAMS TO FIND OUT THE 
PRESENT STATUS OF THE CCMS REPORTS. CAN YOU PLEASE TELL 
ME EXPECTED PUBLICATION DATES FOR THE CCMS STEEL, PVC, 

AND INDUSTRIAL DATA BASE METHODOLOGY FINAL REPORTS? IN 
WHAT FORM WILL THEY BE PUBLISHED?" 
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